






The Low Cost Buss provides maximum flexibility for S-100 users. 

Features — 

• Standard S-100 Buss Voltages 

+8 volts at 8 amps, ±16 volts at 1 amp 

• 8 Slot Back Plane 

4 sets wire wrap connectors and guides 

2 slots spaced for wire wrap boards 

Fully accessible for test purposes 

Back plane covers only connector area 

to provide maximum cooling for on card regulators 

• Chassis pre-drilled for 4 EA TO-3 regulator locations. Re-set switch, fuse and power switch are in- 
cluded. 

Options 

Cover, front and back panels, reset jump card (panels available with 3 EIA connectors when re- 
quested). 

Introductory Price thru June 1 , 1977 ; j.T $149.00 

California residents add 6% sales tax. ASSEMBLED $157.09 


□ Cashier’s Check, Money Order in full, payable to T&H Engineering. We pay postage. 

□ Enclose $40.00. Balance plus shipping COD. 

□ Send more information. 


T&H ENGINEERING 

P.O. Box 352 
Cardiff, CA 92007 
(714) 753-8568 


Ship To: 

Street 

City State Zip 














